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About For twenty years we 


have been manufacturing 

Face Brick, and many 
Ourselurs beautiful residences, 
“churches and mercantile 

buildings all over the 
country are our testimonials. The name 
BRADFORD PRESSED BRICK stands for the 
best everywhere. 
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It is owing to the continually growing demand for 
Brick Fire Places that we offer this modest 
catalogue. The designs are simple, but we 
believe them to express character and refinement. 
They add much to the attractiveness of a room 
and are capable of being adapted to a room of 
any size. 
ad Pd od od 


Samples showing shade and color will be furnished 


at our expense when requested. 
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BRADFORD PRESSED BRICK COMPANY 
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Design No. 300 


tad 


Width of Breast . ; . 5 feet, 8’s inches. 
Height of Mantel ; ; 5 feet, 6 inches. 
| Width of Opening . r . 2 feet, 8 inches. 
| Height of Opening. : 2 feet, 10 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$35.50 


Brickettes 114 in.x 114 in.x 8 in. used for hearth, 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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| Design No. 305 
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| Width of Breast . ‘ . 5 feet, 7% inches. 
| Height of Mantel ; i 4 feet, 10 inches. 
Width of Opening . ; . 2 feet, 10% inches. 
Height of Opening . ; 2 feet, 8 inches. 


Price of Standard and Moulded Bricks to lay 
| up this Mantel, including hearth, fire back, 
underfre, etc., barreled F.O. B. our Works 


$33.25 


Brickett:s 11% in.x 114 in. x8 in. used for hearth. 


| See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 310 
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| Width of Breast  . : . 5 feet, 8%s inches. 
Height of Mantel : . 4 feet, 8 inches. 
Width of Opening . i . 2 feet, 10 inches. 
| Height of Opening ; : 2 feet, 6 inches. 





























Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
| underfire, etc., barreled F. O. B. our Works 


j $ 23.00 


| 
| 
| 
4 4 % Brickettes 114 in. x 114 in. x 8in. used for hearth. 
| 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 315 
| 


Width of Breast. : . 6 feet, 4% inches. 
| Height of Mantel ‘ : 5 feet, 3 inches. 
Width of Opening . : . 2 feet, 10% inches. 
Height of Opening. ‘ 2 feet, 5 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$ 37.00 
















































































| Brickettes 114 in.x 1% in. x 8 in. used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 320 
| Pd 


| Widthof Breast. =... 6 lees #% inches. 
| Height of Mantel j ; 4 feet, 8 inches. 
| Width of Opening . ; . 2 feet, 10 inches. 
i] Height of Opening. : 2 feet, 8 inches. 

















Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$31.25 


| 
| 
{ 
| Brickettes 114 in.x 114 in. x 8 in. used for hearth. 
| 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 325 
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Width of Breast. : . 6 feet, 4% inches. 
Height of Mantel : P . 5 feet, 6 inches. 
| Width of Opening . é . 2 feet, 10% inches. 
| Height of Opening at center . 2 feet, 6 inches. 


, Price of Standard and Moulded Bricks to lay 
| up this Mantel, including hearth, fire back, 
| underfire, etc., barreled F. O. B. our Works 


i $37.00 
Brickettes 114 in.x 114 in. x Bin. used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 330 
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Width of Breast . y . 5 feet, 7% inches. 

Height of Mantel : : ; ‘ 5 feet. 

Width of Opening . i . 2 feet, 10% inches. 

Height of Opening at center 2 feet, 11 inches. 
Price of Standard and Moulded Bricks to lay 


up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$35.00 


Brickettes 114 in.x 114 in. x 8 in, used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 335 


wt yt 
Width of Breast . : . 5 feet, 6 inches. 
Height of Mantel : : . 5 feet, 4 inches. 
Width of Opening . : . 2 feet, 4 inches. 
Height of Opening at center 2 feet, 8 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$ 40.00 


Brickettes | 14 in. x 114 in. x 8 in. used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 340 


Pad 
Width of Breast . ; . 6 feet, 4% inches. 
Height of Mantel : : 5 feet, 8 inches. 
Width of Opening . : 2 feet, 10% inches. 
Height of Opening at center 2 feet, 7 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$ 37.75 


Brickettes 114 in.x 114 in.x 8 in. used for hearth. 


. See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 345 





Pad 
Width of Breast . ; . 7 feet, 9% inches. 
Height of Mantel ; ; ; ; 7 feet. 
Width of Opening . ; 2 feet, 10% inches. 


Height of Opening ‘ : 2 feet, 7 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F.O.B. our Works 


$53.50 


Brickettes 114 in.x 114 in.x 8in. used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 350 


tt 
Width of Breast . ; . 7 feet, 5 inches. 
Height of Mantel ; i ; . 10 feet. 
Width of Opening . : . 3 feet, 11 inches. 
- Height of Opening. : 3 feet, 3 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$ 56.00 


Brickettes 14 in. x 114 in.x 8 in. used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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Design No. 355 


Pedal 


Width of Breast 

Height of Mantel 

Width of Opening . 

Height of Opening at center 


5 feet, 8 inches. 


. 6 feet, 3 inches. 


4 feet, 4 inches. 
3 feet, 4 inches. 


Price of Standard and Moulded Bricks to lay 
up this Mantel, including hearth, fire back, 
underfire, etc., barreled F. O. B. our Works 


$ 46.00 


Brickettes 114 in.x 114 in. x 8 in. used for hearth. 


See pages 4 to 8 for Ornamental Designs used in this Mantel. 
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HE designs used in this catalogue may be 
re-arranged to suit. Prices will necessarily 
vary, according to whether more or less 

brick than shown are used. 


et 


It is, of course, understood, that mantels can be 
made higher or lower to suit requirements of room, 
by simply adding or removing several courses of 
brick. If changes are desired, we will be 
pleased to assist with advice; will also quote 
promptly on any special design. 
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In order to prevent fireplaces from smoking, see 
that the flue is ample and each fireplace should 
have its separate flue. 
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